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Company Overview 

NECC (New England Compounding Center) is a compounding-only pharmacy dedicated 
to providing the highest quality compounded medications and services to patients and 
prescribers. NECC is USP Chapter 797 compliant. Pharmacists formulate all medications 
with only the highest grade chemicals in the state-of-the-art compounding facility. 

NECC Allows you to Order Medication not Available from a Pharmaceutical 
Manufacturer Due to: 

• Discontinuation of Commercial Medication 

• Prolonged Back Order 

• Product not available in Dosage Form, Strength or Content Needed for Patient 

Why NECC? 

• Wide Range of Compounded Preparations 

• Reliable Extended Beyond Use Dating 

• Bar Coding 

• Quarterly QA Reporting 

• Customization to meet your Patient’s or Facility’s needs 

• Dedicated Account Managers & Client Service Team 

• Confirmation call for Every Order Placed 

Equipment and Facility 

• State-of-the-Art Nationally Licensed Compounding Facility 

• Class-1,000 (ISO-6) Cleanrooms 

• Class-10 (ISO-4) Isolation Chambers / Glove Boxes 

Personnel 

• Highly Specialized and Extensively Trained Compounding 
Pharmacists and Certified Technicians 

• Experienced Formulation Research and Development Team 

697 Waverly St, Framingham, MA 01702 1-800-994-6322 Fax: 888-820-0583 www.neccrx.com 
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Commitment To Quality 


All Formulations Are: 

• USP 797 Compliant 

• Strictly Enforced Environmental Monitoring Program 

• Comprehensive End-Product Testing Program 
(Independent Analytical Laboratory Used for ALL End-Product Testing) 

- Sterility Testing 

- Endotoxin Testing 

- Quantitative Testing 

- Extended Stability Testing 


697 Waverly St, Framingham, MA 01702 1-800-994-6322 Fax: 888-820-0583 www.neccrx.com 
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LET Gel (Sterile) 

(Lidocaine 4%, Epinephrine 0.18%, Tetracaine 0.5%) 


• 3mL Unit Dose 

• Provided in a 5mL Topical Syringe sealed with a Tamper Evident Cap 

• Beyond Use Date: 180 Days 



All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 


f 
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Concentrated Antibiotic 


rrigation Solutions 


Bacitracin, Polymyxin, Neomycin (Individually or in Combination) 

- Customized concentrations and combinations based on your facility’s 
needs 


Dispensed in a 20mL Luer-lock syringe with a tamper evident cap 

Beyond Use Dating: 

- Bacitracin = 60 Days Refrigerated 

- All others = 90 Days Room Temperature 


Concentrate must be diluted by adding to your choice of diluent prior to use 



Bacitracin 50,000 Units 


TH 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

t 

• Comprised of USP quality ingredients 
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Antibiotic Irrigation 
Solutions 


• Bacitracin, Polymyxin, Neomycin (Individually or in Combination) 

- Customized concentrations and combinations based on your facility’s 
needs 

• Dispensed in a 250mL-1000mL Bottle or Bag 

• Beyond Use Dating: 

- Bacitracin = 60 Days Refrigerated 

- All others = 90 Days Room Temperature 



All CSP Formulations are: 




• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Cardioplegia 

• Custom Preparations using Physician Specific Formulations 

• Customizable Labels 

* Colorization Available « 


EVA Container 



• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Methocarbamol 


• 500mg/100mL, 750mg/100ml_ & l,000mg(lgm)/100mL 

• Provided in 0.9% Sodium Chloride 


• Beyond Use Date: 180 Days 

• Storage: Room Temperature 

• Linear Bar-Code 


n 


Hill iiiiimii niiiiiniii i 


Canada DIN 01924281 100 mL Partial Fill 

NDC 0264-1510-32 in 150 ml 

S51 04-5264 PAB* Container 

0.9% Sodium Chloride 
Injection USP 

Methocarbamol 500 mg/100mL 

(Preservative Free) 

In lOOmL 0.9<Vb Sodium Chloride __ 

Injectable 


Lot# 01012001 @00 

Expires On: 01/01/2000 

Use n Olrectsd. Ri Oily. Store H Roon Timpenturt. Protect Iron FtmUg. 


: 


Wsverty Street 
Fniolnghim, MA 01702 
800-994 - 6322 


- amwmm 

,e«t 99999900056 


OntjfKi Mih 2W4 Made in USA | -25 

i 


iiiiiiiiiiiiiiiiiiBiiiiiiiHia 


Canada DIN 01924281 100 mL Partial Fill 

NDC 0264-1510-32 in 150 ml 

S51 04-5264 PAB* Container 

0.9% Sodium Chloride 
Injection USP 


Methocarbamol 750 mg/IOOmL 

(Preservative Free) 
in lOOmL 0 9°/o Sodium Chloride 

Injectable 

Loll 01012001 @00 
Expires On: 01/01/2000 

Use k 01 ruled. toO»lf Suit il Roan Ttaperelere. fiolrtl Ina FmMc 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Mafenide Acetate 


rrigation Solution 


• 5% Concentration 

• Provided in Various Size Bottles: 250mL, 500ml_ & lOOOmL 

• Beyond Use Date: 60 Days 

• Storage: Room Temperature 


/ \ 


' 


- * 

Mafenide Acetate 5% Solution 


(proiorvallva free) 

In atarlla watar 
1000 mL 
Topical Use Only 
Lot n Sample 
Exp Data: Sample 

Uai it OiKUI. *i 0-!y tin H Km* ti*M'lt»l. 


UlilHlIIII 

99810000232 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists extensively trained in aseptic 
compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Methacholine, USP 
"Challenge" Kits 


Each Preservative- 

Stock Kit 1 

(1) 0.025mg/mL, 5mL 
(1) 0.25mg/mL, 5mL 
(1) 2.5mg/mL, 5mL 
(1) lOmg/mL, 5mL 
(1) 25mg/mL, 5mL 


Free Kit Contains: 

Stoc k Kit 2 ( M-Kit) 

(1) 0.0625mg/mL, 5mL 
(1) 0.25mg/mL, 5mL 
(1) Img/mL, 5mL 
(1) 4mg/mL, 5mL 
(1) 16mg/mL, 5mL 



*Other Concentrations/Volumes Available 

• Provided in a Light Resistant, 

Tamper Evident Mylar Bag 

• Beyond Use Date: 180 Days 

• Storage: Refrigerated 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

9 

• Comprised of USP quality ingredients 
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Nimodipine 


Available in 15mg/mL Liquid (Administered via “NG-Tube”) 
Provided in Various Fill Volumes in a 5mL Amber Topical Syringe 
Beyond Use Date: 90 Days 
Storage: Room Temperature 



All Formulations are: 

• Prepared for your patients by technicians and pharmacists 
extensively trained in compounding 

• Comprised of USP quality ingredients 



advancing pharmacy solutions 
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Unit-Dose Repackaged Avastin™ 

(Aseptic Repackaging Service Provided by NECC) 


NECC- 2 Piece System vs. Other - 1 Piece System 


1) Avastin™ syringes are filled in a Class-10 Isolation 
Chamber/Glove Box, inside a Class-1000 cleanroom. The 

pharmacist is completely 
isolated from the filling 
process. 

* Product is aseptically 
filled via “Syringe to 
Syringe” “Closed” 
aseptic process. 

2) A Two Piece System 
(1 Sterile Capped 
Syringe & 1 Unused 
Commercially 
Packaged Sterile 30g 
Needle) is provided. 

3) NECC tests the 
sterility of “Every” 
lot dispensed. 




1) Hundreds of doses are individually drawn into insulin syringes from 
a “single-dose” vial thru a rubber stopper. This needle will 
eventually be injected 

into your patient’s eye. 


* This process removes 
the sterile lubricant 
from the needle’s 
surface and increases 
the possibility of 
the contamination 
of this needle with 
rubber particles from 
the stopper and 
plastic particles when 
reapplying the plastic 
syringe cap. 


2) A One Piece System 
(1 Re-capped Insulin 
Syringe with a “Used” 
Non-Sterile Needle) is 
provided. 


3) Do “They” test at all? 


• Repackaged Avastin™ (PF) 25mg/mL 

• Dispensed in a lcc Syringe with enough Overfill for a 0.05ml_ Deliverable Dose 

• Supplied with a Separate, New & Sterile 30g 1/2” Needle 

• Packaged in Tamper Evident and UV Protective Bags 

• Cold Shipped 

f 
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Dilation Drops 

(Concentrated & Preservative-Free) 

Is Dilating Your Patient's Eyes Driving 


Your Staff to Tears? 

Four Popular Examples: 


Combination 1 

Combination 2 

Combination 3 

Combination 4 

Tropicamide 1% 

Tropicamide 1% 

Tropicamide 1% 

Tropicamide 1% 

Cyclopentolate 1% 

Cyclopentolate 1% 

Cyclopentolate 1% 

Cyclopentolate 1% 

Phenylephrine 2.5% 

Phenylephrine 10% 

Phenylephrine 2.5% 

Phenylephrine 10% 



Ketorolac 0.5% 

Ketorolac 0.5% 


Many regimens used to prepare a patient for cataract surgery require nurses to 
administer as many as 6 individual ophthalmic medications! NECC can help by 
compounding these agents into concentrated combinations that will greatly reduce 
the number of doses required to prepare the patient. 



All CSP Formulations are: 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 



' ( -«#11252003@2 Dtsari&j 
REFRIGERATE A 
3ML 


• Prepared in a Class 10 Microenvironment (barrier isolator) 


• Comprised of USP quality ingredients 
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Mitomycin 

(For Ophthalmic Use) 


• Sterile Solution Available in 0.2 - 0.5mg/mL or Customized Concentrations 

• ImL Volume Dispensed in a 3mL Syringe 

• Beyond Use Date: 90 Days 

• Storage: Frozen 


<iCi 


MITOMYCIN (PR FROZEN 0 2 MG/ML OPH1 I i 

Lot # 09132006@22 Discard after 12/12/2006 I 1 
ISINGIE USE-CHEMOTHERAPY A, _ 11 

- ' mT 


MITOMYCIN (PF) FROZE N 0 2 MG/ML OPH1 

Lot U 091 32006 @22 Discard after 12/12/2006 
SINGLE USE-CHEMOTHERAPY 


& 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Mitomycin for Bladder 


rrigation 


Mitomycin Sterile Solution 40mg/40ml_ 

* Volume/Concentration can be Customized 


• Provided in a 60mL Syringe with a Tamper Evident Cap 

• Beyond Use Date: 14 Days 


• Storage: Refrigerated 






All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 




advancing pharmacy solutions 
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Hydroxyprogesterone 

Caproate 


• Injectable, 250mg/mL Solution 

• Provided in a ImL & lOmL Vial 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 



All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 



advancing pharmacy solutions 
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Sulphan Blue 


• Injectable, Preservative-Free 1% Solution 

• Provided in a 5mL, Single - Dose Vial 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 



All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Steroids 

(Preservative-Free) 

Methylprednisolone Acetate 

• Available in 40mg/mL & 80mg/mL 

Triamcinolone Acetonide 

• Available in 40mg/mL 

Betamethasone Repository 

• Available in 6mg/mL 

Betamethasone Sodium Phosphate “Particulate - Free” 

• Available in 6mg/mL - 12mg/mL 

Dexamethasone Sodium Phosphate “Particulate - Free” 

• Available in 4mg/mL - lOmg/mL 

All Steroids are Provided in lmL - 5mL Vials 

All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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ustom Injectable Blocks 


ustomized, Multi-Active, Injectable Formulations 
ustom Preparations using Physician Specific Formulations 


>tential Active Ingredients: 


Lidocaine, Bupivacaine, Ropivacaine, Mepivicaine 


Epinephrine 

Clonidine 





Ketorolac 


Sodium Bicarbonate 
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Discard on mt/yy/n 


Hyaluronidase 


Dexamethasone 








L I Meplvacaine - Epinephrine - Dexamethasone 1 T71 

1.5^ - Q.0033mo/m L - 0 15mof. nl. 1 H ' 

MWaMm 


JEST- 30 mL 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

9 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 



advancing pharmacy solutions 
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Intrathecal Pump Refills 

(Preservative-Free) 



• Baclofen 

• Morphine 

• Hydromorphone 

• Clonidine 

• Bupivacaine 

• Fentanyl 

• Sufentanil 

• Prialt ® 

• CUSTOM COMBINATIONS 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

f 

• Comprised of USP quality ingredients 
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Phenol Injectable 
Solution 


• Various Concentrations 6%-10%; With or Without Glycerin 

• Provided in Various Volumes in an Amber Vial 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 



ENGLAND COMPOUN 


697 WAVERLY ST 


NEW ENGLAND COMPOUND 

697 WAVERLY ST. 
FRAMINGHAM, MA 01702 m 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 


FRAMINGHAM, MA 01702 I m »icm / ENGl /iiun fflMPOl FRAMINGHAM, MA 01702 W 

PHENOL/GLYP.FRIN 6% IN, Mta& cqtwakFRLYI PHFNOI /GLYCERIN 10% INJ 
Lot #111 32001 @1 ” FRAMINGHAM. MA OlMj Lol « 1017MOO»10 

PHENOL (AQ) 5% INJ BJC 

i tot (f 12152004@14 


BJC 
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Methoxsalen (Oxsoralen®) 


• 1% Lotion 

• Provided in a 30mL Bottle 

• Beyond Use Date: 90 Days 

• Storage: Room Temperature 




mm lotion 


STORE AT ROOM TEMPERATURE. 


== 

bpjM.:nunddyyyy gi 



All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists extensively trained in aseptic 
compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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um 


1% 


(Aluminum Potassium Sulfate) 


Sterile Irrigation Solution 
Provided in a 2,000mL (2L) Volume Bag 
Beyond Use Date: 180 Days 
Storage: Room Temperature 


TOTAL CAPACITY 


SECURE 


Aluminum Potassium Sulfate 1% 


El.nl. n, (ALUM 1»/o) UnlMd 

coveram 2000 ML 

L.I.* fr»« For B, * d<,or ■rrlOBlIon Only 
Admi. "rma?. iw 


IBfl 


SECURE’*' 

lA^TOOT 1 ' 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Hyaluronidase 
Prese rva ti ve- F ree 


• 150u/mL Preservative-Free 


• Provided in a ImL, 5mL or lOmL Sterile Vial 


• Beyond Use Date: 180 Days 


• Storage: Refrigerated 
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km ENGLAND COMPOUNDING C 
697 WAVERLY ST. 

_ FRAMINGHAM MAPI 702 800-994-6 

HYALURQNinASF (PF) 150 U/MLj! 

Wai29200l@l £>s aritte'’- 

BJC 
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A NEW ENGLAND COMPOUNDING CD 
697 WAVERLY ST. 

_ FRAMINGHAM. MA 01702 800-994-fo 

HYALURONIDASE fPF^ 150 U/MLjN- 

lKi0l2920Q1@1 Daarii&U 

BJC 

REFRIGERATED "SOV” 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 

f 
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Hyaluronidase 


150u/mL 

Provided in a lmL or lOmL Sterile Vial 
Beyond Use Date: 180 Days 
Storage: Refrigerated 





fa 


hew [mm comma 

8? 697 WAVERLV ST 

FRAMINGHAM MA 01702 MO-WC 


mm COMPOUNDING CTR 
697 WAVERLY ST. 
tVGHAMMA 01702 800-994-6322 


E 150 U/ML INJECTABLE 
Lot # 10082009@8 Disc' q Discard after 4/6/2010 
“REFRIGERATE** 

1 ML 


HYALURONIDASE 150 U/MLINJP 

loti 10082009^8 
GC 
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»SE 150 U/ML INJECTABLE 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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697 Waverly Street, Framingham, MA 01 702 Is j 

Toll Free: 800-994-6322 Fax: 888-820-0583 fc 




